KXPERIMENTAL   SCIENCE. Fu;   2(16.
Polariueope for exhibiting Wide-angled Cryttula, and arranged with their axes in the same direction, produce the same color under the same circumstances, they are one-fourth wave films; and if a pair of films exhibit the same color when similarly arranged on the mirror of the doubler, they may be regarded as eighth wave films, as the polarized beam passes twice through the film to produce the same tint. These films should be carefully mounted between glass plates, either dry or in benzole balsam, the latter being preferable.
